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rope we might escape that way ; and finally, I had time to
see that although the garden itself ended to the right of me
in the wall of an adjoining house, the garden railings con-
tinued along the outer face of the wall (no doubt the
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house had been built after the garden had been made) so
tnat anyone who had once succeeded in getting through
the railings unobserved would be able to climb along
them away from the sentries. I knew, however, that by
merely getting out of the garden we would not be out of